F.E. Warren 
Missile Complex, WY 
Malmstrom MM-III 
Missile Complex, MT 

MM-III Ellsworth AFB, SD 

(Air Base) 


U.S. NEW START Inspection Locations 
(as of Feb 5, 2011) 


Minot AFB, ND 
(Air Base) B-52H 
Minot Missile Complex, ND 


SWFPAC 
Silverdale, WA 
(Submarine Base) 
Trident II 


Whiteman AFB, MO 
(Air Base) B-2A 


San Francisco, CA 
Point of Entry 
(West) 



Vandenberg AFB, CA 
ICBM Test Range 


Hill AFB, UT 
ICBM Repair Facility 
Oasis Complex, UT 
ICBM Storage Facility 


Washington, DC 
Point of Entry 
(East) 


SWFLANT 
Kings Bay, GA 
(Submarine Base) 
Trident II 


Davis-Monthan AFB, AZ 
- Heavy Bomber Conversion or 

Elimination Facility 
Heavy Bomber Storage Facility 


Barksdale AFE 
(Air Base) B-52H 


Dyess AFB, TX 
(Air Base) B-1B 


